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Gmbassador Bridge 

Windsor, Canada to Detroit, U.S.A. 
THE AMBASSADOR BRIDGE is the longest suspension 
bridge in the world and connects Detroit, Mich. and: 
Windsor, Canada. Its dimensions are: length of main. 
span |,850 feet, total length 2 miles. The height over the 
river is 152 feet. 
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